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November 24, 1966 


Why is ;it so hard to hnderstahd a man .when he speaks /in English? 

f 

-Is Governor Connally stupid, or am I? 

■■ Connally says he agrees .With the Warren ■ Commission that there 

was only one assassin. Yet he insists that he was hit by a bullet 
fired 1.3 seconds AFTER the Kennedy bullet was fired. 

But since it took 2.3 seconds for each shot of the 6.5 Italian 

j carbine to be fired, Governor Connally* s insistance that he was 

■ bit by a separate bullet other than the one which hit Kennedy indicates 

two assassins. 

/ \ 

i 

. How. can Gbvernor Connally have it both ways? How can he insist 
on ,, two bullets fired within a physically impossible 1.3 seconds, 
while at the same time demanding we accept the Warren Commission's 
assessment on the lone assassin? 

- Nor does Governor Connally do himself, his country or his state 
f credit: by employing character assassination against the critics of 
the Warren Report.' I am such a critic and have been at work on 
this case since November 24, 1963 . I neither appreciate nor under- 
stand Governor Connally* s obtuseness and waspishsess in this regard. 

Certainly it is neither the background nor the political affiliations 
of the critics which counts. It is what they have to say that should 
be considered . /Because if the critics are correct, we may have a 
solution, not/only to the assassination, but to the whole sorry mess 
our foreign policy is in. 

/ / 

Wouldn't fhis be worth a few questions, Mr. Connally? 

Sincerely, 


(Mrs. ) /Shirley- Martin 

P. Oy Box 226 i 
Owasso , Oklahoma 



